VZCZCXRO0642 
00  RUEHROV 

DE  RUEHDS  #0149/01  0201228 
ZNY  CCCCC  ZZH 
O 201228Z  JAN  09 
FM  AMEMBASSY  ADDIS  ABABA 
TO  RUEHC/SECSTATE  WASHDC  IMMEDIATE  3454 
INFO  RUCNIAD/IGAD  COLLECTIVE 
RUEHLO/AMEMBASSY  LONDON  3295 
RUEHFR/ AMEMBASSY  PARIS  1851 
RUEHBJ/AMEMBASSY  BEIJING  0468 
RUEHSH/AMCONSUL  SHENYANG  0001 
RUEHGH/AMCONSUL  SHANGHAI  0018 
RUEHHK/ AMCONSUL  HONG  KONG  0201 
RUEHGZ / AMCONSUL  GUANGZHOU  0002 
RUEAIIA/ CIA  WASHINGTON  DC 
RUEPADJ/CJTF  HOA 

RUZEFAA/HQ  USAFRICOM  STUTTGART  GE 
RHMFISS/HQ  USCENTCOM  MACDILL  AFB  FL 
RUEKJCS /JOINT  STAFF  WASHINGTON  DC 
RHEHAAA/NSC  WASHDC 
RUEKJCS/ SECDEF  WASHINGTON  DC 

CONFIDENTIAL  SECTION  01  OF  02  ADDIS  ABABA  000149 
SIPDIS 

STATE  FOR  AF,  EAP 

E.O.  12958:  DECL : 01/16/2019 
TAGS:  PGOV  ECON  PHUM  KDEM  KPAO  ET 

SUBJECT:  ETHIOPIA:  TPLF  STALWART  SEBHAT  NEGA  ON  AMCHAM, 
CHINA  AND  REVOLUTIONARY  DEMO... 


